This  wayside  shrine  of  Our  Lady  of  the  Atonement  marks 
the  half-way  point  in  on  ascent  of  the   Mount  of  the 
Atonement  at  Groymoor,  Garrison,  New  York.  9* 
Kodachrome  by  E.  H.  Pierson 
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